From: 

Piro, Peter (DPH) 

Sent: 

Thursday, January 26, 2012 7:22 AM 

To: 

Massif, Julianne (DPH) 

Cc: 

Salemi, Charles (DPH) 

Subject: 

Fentanyl Samples 

Julie/Chuck 



For the EMT fentanyl samples that I’m working on, does anyone have any objections if I first screen the samples 50:50 
(sample:methanol) and then evaporate the 50:50 so it can be re-dissolved in methanol for confirmation of the primary 
constituent? 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South] Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 
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